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27°30! a MAP SHOWING MULTI HAZARD ZONES IN BIHAR Tou 
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Disclaimer: This map was collated based on the datafinformation compiled by the Ministry of Urban Development and Poverty Alleviation, UNDP has not verified the accuracy of information of the Map.Source: BMTPC, India 
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\ Map Showing Drainage Area of Bihar 
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Disclaimer: This map was collated based on the data/information compiled by the Ministry of Urban Development and Poverty Alleviation; UNDP has not verified the accuracy of information of the Map.Source: BMTPC, India 
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Map Showing Wind and Cyclone Zones in Bihar 
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Map Showing Districts in Bihar having Upgraded District Control Room 
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Disclaimer : All efforts have been made to make this image accurate. However UNDP do not own any responsibility for the correctness or authenticity of the same. 
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Map Showing Earthquake Zones in Bihar 
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Disclaimer: This map was collated based on the data/information sompled by the Ministry of Urban Development and Poverty Alleviation; UNDP has not verified the accuracy of information of the Map.Source: BMTPC, India 
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Disclaimer: This map was collated based on the data/information compiled by the Ministry of Urban Development and Poverty Alleviation; UNDP has not verified the accuracy of information of the Map. Source: BMTPC, India 


Bihar Map Showing Phase-1 & Phase-ll Districts. | 
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Disclaimer : All efforts have been made to make this image accurate. However UNDP do not own any responsibility for the correctness or authenticity of the same. 


